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“C-Curve’” will be on view for one year in the museum’s Donna and Stewart Kohl Sculpture Garden 


CLEVELAND (June 29, 2015) — Beginning the end of June, the Cleveland Museum of Art will exhibit 
a monumental work by British artist Anish Kapoor, C-Curve, a stainless steel sculpture, in the Donna 
and Stewart Kohl Sculpture Garden. The sculpture comprises a curved wall of reflective steel in the 
shape of the letter C. The outer side of the piece functions as a typical mirror, reflecting the museum’s 
architecture. On the inner side, the reflections are inverted: viewers, clouds, cars and bikers all pass 
across the silver screen in an upside-down version of real life. 


Placed towards the north end of the sculpture garden, C-Curve is a one-year loan from a private 
collector. 


“Anish Kapoor is one of today’s most important and influential contemporary sculptors,” said William 
M. Griswold, director of the Cleveland Museum of Art. “Il am extremely grateful for the generous loan 
of C-Curve, which will enliven the museum’s exterior north space and enthrall passers-by.” 


"We are excited to add another sculpture by a highly-acclaimed artist to the Donna and Stewart Kohl 
Sculpture Garden,” stated Reto Thuring, associate curator of contemporary art. “The installation of C- 
Curve shows the CMA's ongoing efforts not only to regularly change what's on view in the galleries, 
but to understand the museum as an expanded field for experimentation that extends beyond its 
walls." 


C-Curve, 2007. Anish Kapoor (British/Indian, b. 1954.) Stainless steel; 86x300x1 24 in. This work is 
from an edition of 3. Private Collection. 


About Anish Kapoor 


Anish Kapoor, (b. 1954) is a British-Indian sculptor. Kapoor has lived and worked in London since the 
early 1970s. 


He represented Britain at the Venice Biennale in 1990. In 1991 he received the Turner Prize and in 
2002 received the Unilever Commission for the Turbine Hall at Tate Modern. Notable public sculptures 
include Cloud Gate in Chicago's Millennium Park; Sky Mirror, exhibited at the Rockefeller Center in 
New York City in 2006 and Kensington Gardens in London in 2010; Leviathan, at the Grand Palais in 
Paris in 2011; and ArcelorMittal Orbit, commissioned as a permanent artwork for London's Olympic 
Park and completed in 2012. This summer Kapoor was invited to install five giant sculptures in the 
gardens of the Palace of Versailles, near Paris. 
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About the Cleveland Museum of Art 


The Cleveland Museum of Art is renowned for the quality and breadth of its collection, which includes more 
than 63,000 artworks and spans 6,000 years of achievement in the arts. The museum is a significant 
international forum for exhibitions, scholarship and performing arts and is a leader in digital innovations. One 
of the top comprehensive art museums in the nation, recognized for its award-winning Open Access program 
and free of charge to all, the Cleveland Museum of Art is located in the University Circle neighborhood. 


The museum is supported in part by residents of Cuyahoga County through a public grant from Cuyahoga 
Arts & Culture and made possible in part by the Ohio Arts Council (OAC), which receives support from the 
State of Ohio and the National Endowment for the Arts. The OAC is a state agency that funds and supports 
quality arts experiences to strengthen Ohio communities culturally, educationally and economically. For more 
information about the museum and its holdings, programs and events, call 888-CMA-0033 or visit cma.org [1]. 
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